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DECUS Program Library Write-up 


DECUS NO. 8-474 


ABSTRACT 

The EXIT program is used to exit from the PS/8 programming system. EXIT will determine 
what the system device is and load in the proper bootstrap. The program will also load a 
binary loader into field one and rewind all DECtapes. 

All PS/8 bootstraps are loaded so they start at 07600 . 

The binary loader starts at 17777 and determines if input is from a high speed reader or 
teletype. (Do not have tape in both readers and you do not have to set bit zero of the 
switch register to zero for the high speed reader.) 

If the system device is a TD8E unit zero is rewound and the binary loader is loaded. No 
bootstrap is loaded. 

To bootstrap back PS/8: Load address 07600 and start 
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